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in winter and hot in summer, whereas the latter, though heavy,
are warmer than slates in winter and cooler in summer. Lead,
zinc, and copper have all been used for roofing; like slates,
they are good conductors of heat, and impervious to rain.
Thin slabs of stone are occasionally used to cover houses,
but this material has the disadvantage of requiring a very
strong framework to bear the enormous weight.
Galvanised iron, i.e. the sheets of iron which have been
dipped in melted zinc referred to above, are extensively used
for roofing houses and bungalows in the Dominions.